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Message Text 


UNCLASSIFIED 

PAGE 01 MANILA 11684 300959Z 
51 

ACTION EA-07 

INFO OCT-01 ISO-OO EB-05 USIA-12 RSC-01 DRC-01 /027 W 

066527 

R 300827Z SEP 74 
FM AMEMBASSY MANILA 
TO SECSTATE WASHDC 7247 
USDOC WASHDC 
AMEMBASSY SINGAPORE 

UNCLAS MANILA 11684 

E.O. 11652: NA 
TAGS: BEXP, RP 

SUBJ: PROCESS CONTROLS AND INSTRUMENTATION EXHIBITION, 
APRIL 1975 

REF: A) MANILA 10900; B) ARNOLD/LEONARD TELECON 9/26 

L RE POWER FOR HOTEL INTERCONTINENTAL, EMBASSY HAS 
BEEN INFORMED THAT MERALCO (LOCAL POWER COMPANY) CAN 
FURNISH ADDITIONAL POWER EASILY SINCE HOTEL HAS 
SUFFICIENTLY LARGE SUBSTATION AND CAN TAP MAJOR 
MERALCO SUBSTATION LOCATED ACROSS STREET. COST OF 
POWER USED WILL BE 50 CENTAVOS PER KILOWATT HOUR. 

2. RE POWER FOR CHANCERY BALLROOM, EMBASSY WILL SECURE 
TWO UNITS EACH OF 100 KVA ON LOAN FROM LOCAL U.S. 

COMPANIES. 

3. RE FREIGHT ACCESS TO HOTEL INTERCONTINENTAL, THERE 
ARE TWO POSSIBLE ACCESSES TO BALLROOM. TERRACE ENTRANCE 
WOULD REQUIRE EITHER CRANE OR RAMP FROM GROUND TO 
TERRACE, THENCE FROM TERRACE THROUGH BALLROOM DOOR 
WHICH IS SIX FEET WIDE AND EIGHT FEET HIGH. STAIRWAY 
ENTRANCE WOULD REQUIRE RAMP, AND BALLROOM DOOR TO STAIR- 
WAY IS FOUR AND HALF FEET WIDE AND SEVEN FEET HIGH. 
SULLIVAN 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 30 SEP 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MANILA1 1684 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740275-0296 
From: MANILA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1974093/aaaaacbi.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 

Reference: A) MANILA 10900: B) ARNOLD/LEONARD T, ELECON 9/26 

Review Action: RELEASED, APPROVED 

Review Authority: elyme 

Review Comment: n/a 

Review Content Flags: 

Review Date: 27 MAR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <27 MAR 2002 by maustmo; APPROVED <05 FEB 2003 by elyme> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PROCESS CONTROLS AND INSTRUMENTATION EXHIBITION. APRIL 1975 

TAGS: BEXP, RP 

To: STATE SINGAPORE 

Type: TE 
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